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INFO OCT-01 ISO-OO EB-08 /021 W 

094326 120029Z/73 

R 11131 1Z AUG 77 
FM AMEMBASSY PRAGUE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3403 
AMEMBASSY BUCHAREST 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS PRAGUE 2258 

VIENNA FOR TRADE FAIR SUPPORT OFFICE 

E.O. 11652: N/A 
TAGS: BEXP, CZ 

SUBJECT: PHYSICAL TEST AND MEASUREMENT EQUIPMENT TSS 
REF: USDOC 8570 

1 . FEDERAL MINISTRY OF TECHNOLOGY AND INVESTMENT 
DEVELOPMENT (FMTIR) HAS CITED FOLLOWING AREAS OF INTEREST 
FOR SUBJECT TSS; 

A) LASER APPLICATIONS IN HOLOGRAPHY; 

B ) LASER TECHNIQUE FOR INTERFERENCE MEASUREMENT 
(GAS LASERS); 

C) NON-ELECTRICAL SENSORS, SEMI-CONDUCTORS, INDUCTION 
SENSORS. 

2. NO SPECIFIC COMPANIES WERE MENTIONED IN FMTIR RESPONSE. 

3. EMBASSY PREFERS EARLY FEBRUARY TIMING FOR THIS TSS. 
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